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3,84 


CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

There is a small area lin Ihte rool above the primate dens wtiere Ihe piywcKjci is wet, deteriorated, and has a hcle 
duB td rsin sdepBigd. This rddi shall be rapaired cr replaioad sd that Ihia wel, datariarated, araa doaa ridt any 
larger; which can contribute to moW, mildew, artd fungal growths These types d growths can affeci the air 
quality in thie area, which can pause raapiratcry irriiahona cr diaeaees id the pri males when ihpey are in Hheir 
dens. 


Cwf&Cl by May 10, 2014 

3.127 (fj) 

FACILITIES, OUTDOOR. 

The perimeter fence IccHted al the entrance of the facility has been changed and is now 7 feet high. The 
perimatar iarida ahall ba al laaal B leal hrgh 1dr fadlitie^ lhal hdusa dangerous maiiirnals. 

Oqrrecl by May 10, 2014 


The inspection di enit interview was conducted with ihe Animal Care S Medical Manger and the Asst. Animal 
Cara £. Madisal Manager. 


ROBERT BRANDES, D Y M 


By; 

ROBERT BRANDES, D V M USDA, APHIS, Animal Care 
Title; VETERINARY MEDICAL OFFICER Inspector 2CW£ 
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